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UNITED STATES INTELLIGENCE BOARD 


USIB-D-71 . 8/3 
8 December 1975 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 


SUBJECT 

REFERENCES 


USIB Policy Paper on Information 
Release to Contractors 

a. USIB-D-71. 8/2, 2 April 1970 

b. DCIDNo. 1/7, Effective 5 October 1975 


1. Following approval of DCID No. 1/7 (reference b. ) the USIB - 
approved paper on this subject (reference a. ) was referred to the 
Security Committee for review to ensure its conformance with the new 

DCID. 25X1 A9a 


attaches for 


2. The enclosed memorandum from Mr. , _ 

Board consideration the Security Committee's amended version. The 
Committee concludes that this policy statement is a useful adjunct 
DCID No. 1/7 in that it specifies how information is to be handled by 
contractors; the DCID provides only for the dissemination of foreign 

intelligence. 

USIB ACTION REQUESTED 

3 Board members are requested to advise the secretariat by 
do., oi business 17 December of their concurrence or °" re 
the Security Committee recommendation in paragraph 3 of the enclosure 


25X1 A9a 



Executive Secretary 


Endo sur e 
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